P.I.

a.  Magnetron

b.  .2ma-l.Oma

c.  30MHz

d.  Klystron

Module 5-1

Lesson Topic 5-1-2

9.  Refer to the MIM for the Airborne Search
Radar Trainer and label the major units by
nomenclature and reference designator.

Figure 1
Airborne Search Radar System Trainer, Device 15A21

27ains this data
